“TODD'S” Improved Patent Cutting Nippers 


The Cutters are forged from the best tool steel and temp- 
ered in the most approved manner. 


They can be taken off to be ground and when worn out 


can be replaced at a slight expense, making the nipper as 
as good as new. 


Regular Sizes Extra Heavy 
No. 1, 12 in. Sizes 
No. 2, 11 In. 

No. 3, 10 in. No, 0, 15 in 
No. 4, 8 in. No. 00, 13 in. 
No. 6, 6 in. No. 000, 11 in 


Manufactured by 


T. D. HOTCHKISS & CO. 


DEEP RIVER, CONN., U.S.A. 
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